DEPARTMENT OF NATIONAL DEFENCE 
Headquarters, M. D. 13, 
Calgary, Alberta 


INFORMATION FOR RECRUITS 
CALLED TO REPORT AT 
MILITIA TRAINING GEN!RES 


I The men reporting for training at Militia 
Training Centres, will be issued with complete Battle 
Dress the same as issued to units of the C, A. S. F. In 
addition, they will be issued with: 


Great Cvats Underwear 
Socks Boots 
.Gloves Shirts 
Overshoes 
2 When the man has completed his pericd of 


training, he willbe allowed to retain his underwear, 
socks and boots, but will be required to produce his 
if he shonld be called back for a further period of train- 
ing at a later date, 


3 Small articles of kit, will not be issued by the 
Training Centres. It will therefore be necessary for the 
recruit to bring with him such articles such as: 


Braces Cooth brush 
_ Bovt brush Shaving kit 

Hair Brush Comb 

Towels Soap 
and any other articles of this nature that he may require. 
4 Blankets will be the only bedding issued at 
the training centres, 
5 Sports will also be engaged in extensively 


during the training period, andit is suggested that 
ruaning shoes, and depending on the seasun. any sport 
equipment that the men may have be bruught, such as 


i skates. 

dl 6 : Men wh.can play musical instruments should 

4 briug them aloig, so that they may take part in 
: concerts, 
tf ar 

i Mr and Mrs. Goddard of| Don’t forget the Red Cross 


Oyen, daughter and. son in |Concert and Dance October 
law of Mr. and Mrs, D Ander |25th. Keep this date open. 
son were town visitors Friday siete 


nasi 


aa 


Miss Otto and Mr.and Mrs He CAR COMES BACK 

. : pall the Pool elevator at Seven Per- 
Mic !.re U of Oyen visited sons C.P.R. car No. 244019 was loaded 
hére last Friday, vith grain on July 15th and headed 
-or Fort William. The same car was 
ack at the same elevator and again 
loaded on August 28th. The percentage 
,ainst such a coincidence occurring 
3 quite high. 


Mr. P. DeMaareandson Ted 
are Calgary visitc rs this wee] 
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John Deere 


IMPLEMENTS and 
REPAIRS 
Maple Leaf FUELS, Oils & 


Greases 
ELECTRIC & ACETYLENE 
Welding 
FARM SUPPLIES 


COOLEY BROS. 


Chinook, Alta. : Phone |0 
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ELSIE A RETO Teese 


ECT) 


Tvirs. Yodd health and happ- 


HEMET 
Doninore raya tes 
mibibr a ra Teele 


Oct, 8rd 1940 


Chinook. Alberta. Tinraday? 


NOVICE TO CREDITORS 
AND CLAIMANTS 


| 
i 
Mr, O. D Harrington has 
just finished combining 550 | Cs FR ©> Cc ff rR E E gS 
acres which averaged 25 bus-|IN THE MATTER of the E ” ase : 
he!s tothe acre’ Early Sum-| tate of Frank ee a | gp is 
‘merfallow yielded 32 bushels} of Chinook, Alberta, deceased, 2 PERE AY 
| 


10 bars 
10 bars 
8 


per acre and weighed 64 Ibs: NOTICE is hereby given that all 
to the bushel: yersons Faving claims ow the 


Mr. Harrington iio was 
200 acres of headed stacks yet 
to be threshed. 


e:tate of Frank Dumanowski, who He 
died on the 21st July 1940, are re- 
quired to file with tre undersigned 
oy the 15th Nevember 1940, a full 


duly verified, of their 


Eee Soap 


EO string Brooms 


BY 


4 |b tin 
2 |b tin 


& Empress Jam 
g Squirell Peanut Butter 
ANicestant D lb pakage 
Salted Soda Biscuits 2 packages 
Oranges, Lemons, Apples and Bananas 


statement, 


cl-ims and of any securities he'd ty 


| 
MUST NOTIFy REGISTRAR — |fhem, and that after ‘that dte tle, 
OF CHAGES!! &dministrator will distribute tlhe 
estate of the deceased among the 
‘pirties entitled thereto, having re- 


A change of address or in ew only tothe claims of whch 
matrimonial status in the case notice has been so filed or brought 
of persons liable to be called mn He eee 26th day of Sep- 
for military training underthe ¢.mber 1940 
National War Servic s Kegu- 
lations must be rerorted to 
the divisional registrar in the 
district where that person 
resides. Failure to do so will, 


incurr penalties of fine or im- | 
prisonment LOCAL 
_NEWS 


WStove Pipes, Elbows, 
#glasses, Window glass, 
(Lamp ela asses and Wick 


Lamp § 
Sidney R. Vallance, q 
8284 - 8th Avenue West, Putty ; 
Calgary. Alberta, F 
Solicitor for the Administrator- 


iBANNER HARDWARE 
AND GROCERIES} 


Honored Couple 
Leaving Chinock 


Mr. and Mrs. E. G. Quick of 
Weyburo, Saskatchewan an 
nounce the marriage of their 
eldest daughter, Elsie Mya 
to Percy William Wells young 
est son of Mr. and Mrs. Roy 
i Wells of Youngstown, Alberta. 
The Wedding toak place Sept. 
For several years they lived 28 in All- 5aints Church, Wey 

on their farm north of Sound |Ourn, Sask. 

ing Creek. In 1924 they]? ~ bh Ad 
moved to Chinouk, where they| Mr. Clarence A Withell has 
hecame active and unspareing | been apponted secretary treas: 
in their efforts to fnrther the} qrer for the village of ( hinovk 


By the departure of Mr: and 
Mrs. W. A, Todd to Calgary, 
where they will in furue 
reside, Chinook has lost re- 
spected and valu-d citizens. 

Mr. and Mrs Todd came to 
‘hinouk district, from Alder- 
syde in IgIL: 


heat tats setae Rear orem doer 


Chinook Hotel 


A Home Away From Home & 


Try Our Meals 
GOOD ROOMS 


DANCE 
Saturday Oct. 12th 


bd 


2 


Ta a ae 


oe semanas of the ues io succeed W. a. Lodd, re 
Mrs, Codd was a member o 
the Ladies ( ard Club and the Aeshna : Ww. H. ®arros Prop. 
freer ee ieelee Mrs Sam “achell received bt ee 

u word last sunday morning) 2 whe eh hee ew ae Neo ewer Gar eee ot ots 


Mr, Vodd for some veirs 
acted as President of the Ag 
ricultural Society, Vrs, todd 
later holding the position of 
secretary. 

For a number of years M: 
"odd was grain buyer for the 


chat her father, sr Kinch, had 
passed away in Edmonton. 
Mr. Kinch will be remembered ! 
as one of the old timers in the 
Chinook district, having hume- 
steaded the North half 23 28 
74 \Vhe'sympathy ofthecom 


AGRICULTURAL SERVICES e 


Alberta Pacific Elevators participate in 
maintaining an Agricultural Department 
designed to assist farmers in 
combatting soil erosion; identifying 
and controlling weeds; seed grain 


Pioneer Elevator, here and munity is extended to Mrs Secon end meee various 
: t exis : Ast gs : problems of crop production. 

gunn the ie t three years} Machel in her loss. Our Agent will obtain any com- 

acted as Secretary of the town, BOG petent fon aon you may desire. 


He was a familar fignre on]. 
the streets and the business 
seople will miss his daily call 

Ou Monday evening Mr. and 
Mrs Todd’s many friends 
gathered in the School Hall 
to spend a social evening wi-h 
them. During the forepart of 
the evening games arranged 
by Messrs largett and Charyk 
were played 

After lunch Mr. Targelt 
rendered two well chosen 
solos and the Misses Zawask) 
delighted the audience with 
two vocal duetts and Mrs 
Vargett officiated at the piano. 

Mr, and Mrs todd were 
then called tothe front and 
presented with a beautiful tri 
lite electric lamp. 

In a fe'v well chosen words 
Mr. Yodd thanked the friend: 
for their kindness, after which 
vr and Mrs. todd wereencir- 
cled by their friends, while ail 
sang “Auld Lang Syne,,. 

. Chinook friends ‘wish Mr 


Mr. J. E.Cooley was a Cal 
gary bnsiness visitor this week 
returning Wednesday 


Mrs, J. Fruett is visiting at 
$ . . 
Calgary and Pincher Creek 


Chinook Crep 
Averages 25 


| 
With favorable weather now | 
{ 
1 


ALBERTA PACIFIC GRAIN 


COMPANY, LIMITED (25) 


55-020 00-0. 0:4-0- 0-0-0600 0 88 888 088 


Chinook Meat Market 


Fresh&Cured Meats, Fish 
and Sausages. Hams&Bacons 
of all brands at popular prices. 


prevailing, threshing andcom 
bining are proceeding apace 
Some fields are turning out) 
-xcellently. around 30 bushels | 
per acre, and some better than 
that 25 bushels to the acre is 
a fair average yiedl | 


George Christofferson has. 
just. finished combining a 
field that yielded 35 bushels to 
the acre, and the combines 
have moved into a piece that 
he believes will go still higher, 

(his is estimated to be the 
best crop in the district since 
the bumper yield of 1915 Of 
syurse in that year, the seeded 
icreage was Very much small- 
er than this year’s’ — 


. 


Pouitry Supplies 


We are buyers of Hides and 
Horse Hair at Market Prices. 


J. G, Bayley Prop. 


eee DS 
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iness in their new home in the 
city, 


ee eee eneeeneenintt 


oe eee Pee ee ee 8 ee 8 08 8 8 68d 8 


,canning plant in May of this year. 


THY ADVANCE, 


CUINUOOK, ALBERTA 


——_— 


A Healthful Sign 

One of the most heartening and inspirational storles appearing re- 
cently in the daily press is that of the organization and operation of the 
Pierceland Fruit and Vegetable Growers’ Co-operative Association, the first 
of its kind in Saskatchewan, perhaps the first on the prairies. 

The story is heartening because it demonstrates that it is possible for 
whole communities to organize a practical effort to place themselves on a 
self-sustaining, or more nearly self-sustaining basis, and is inspirational 
because it may pave the way for other communities to improve their lot, 
either in the same manner as the people of the Pierceland district, or in 
some other direction. 

While the scene of this experiment, for it is yet hardly beyond the ex- 
perimental stage being in its first year, is laid in northwestern Saskatche- 
wan near the Alberta boundary, it could have been staged in many parts 
of Alberta or Manitoba, indeed, anywhere that vegetables and fruit will 
grow. 

Finding the raising of wheat a somewhat uncertain form of produc- 
tion, the people of the Pierceland district organized to set up a co-operative 
Capitalizing on the fact that the dis- 
trict could grow vegetables and small fruits to perfection and that wild 
fruits also grew in profusion, a canning factory was set up to can the pro- 
duce of the gardens and the bush. 

Wise in their generation, the people of the Pierceland district sought 
all the information they could before launching their experiment. They 
secured the assistance of the provincial department of agriculture as to 
the best methods of organizing, and called on their nearest Dominion ex- 
perimental farm staff for demonstrations of the canning process. The 
necessary equipment was purchased and in the fall quantities of produce 
Were processed, canned and marketed. 

ag * * * 
Helping Themselves 

Of particular interest is the modus operandi, as outlined by B. N. Arna- 
son, of the Co-operation and Markets Branch of the Saskatchewan Depart- 
ment of Agriculture: “The association furnishes the cans, the salt, sugar, 
syrup and other supplies. The growers take their fruit and vegetables to 
the canning plant, can their produce under supervision and take one half 
of the canned produce home with them. The association retains the other 
half for resale to meet operating expenses and to pay for the equipment. 
Any surplus will be distributed on a patronage basis. There will be some 
variation from the above procedure depending on the quantity which the 
grower takes to the plant, but in general the 50-50 basis is used. 

“The object is to observe all standard requirements as to quality can- 
ning methods so that no difficulty will be experienced with regard to sale. 
To date most of the products have been dispose, pf in nearby towns. The 
products canned have been chiefly corn, peas, beans, cauliflower, carrots an 
several varieties of wild fruits.” 

. x * * * 
A Beneficial Project 

A self-help project of this nature will serve to confer many benefits 
upon those who participate in it, perhaps to an even greater extent than 
those who sponsored it may be aware at the present time. These advantages 
are both material and moral. 


One of the material benefits of such an undertaking, and the one im-|Gift From Queen Elizabeth Will Be; 


mediately obvious, of course, is the financial return which the sale of the 
processed product brings to the co-operators. Not only do they reap a 
direct cash return, but there is also an indirect cash benefit, inasmuch as 
the canned commodities retained by the participants save a cash outlay for 
vegetables and fruits during the late winter and spring months, by which 
time unprocessed home-stored produce would have perished. 

Another material advantage is the fact that factory canning witk 
proper equipment enables larger quantities of produce to be preserved under 
ideal conditions, resulting in less loss than of it were done at home with 
more or less primitive equipment. Moreover, it can be taken for granted 
that more produce will be conserved in this manner than would be the case 
if each individual were to undertake the processing at home. Thus, with 
the abundance of fruit and vegetables usually to be found in most farm 
gardens, under this method, there should be an ample supply for every par- 
ticipant’s household until next year’s crops are available, and a substantial 
surplus for sale. 

Then, too, the health value of a project of this kind, should not be 
overlooked. Canned~vitamins in’ample quantity for the household during 
those seasons of the year when they are not available, except at prohibitive 
cost, should yield dividends in better health, if 

Not by any means the least important is the moral value of a self-Mlp 
undertaking of this or any other kind. After a decade of the pernicious 
effect of the direct relief system with its tendency to sap the moral fibre, 
it is refreshing to find that whole communities are still imbued with that 
spirit of self-reliance which urges them to fend for themselves and to knock 
the government props from under their feet at the earliest possible oppor- 
tunity. 

It was this spirit which enabled the pioneers of this country to play 
their part in building a great nation and it is this spirit which will enable 
us to win the war. And after the war is over, it is this spirit which will 
enable the people of the prairies to adjust themselves to the great changes 
which must inevitably come. 


One of the English radio jests is| 
that if you sce an airplane flying ! 
backwards it’s an Italian pursuit} Scandinavia and the Low Countries, 
plane. More truth than jest; Ben’s; Canada's exports of wheat and wheat 
air force, like his fleet, has been'four during the past crop year 
backward in coming forward, {totalled 207.9 million bushels, which 
was the best volume exported since 
u w \the 1935-36 crop year when 254 mil- 

MIDDLE-AGE lion bushels were exported. The Do- 

| minion entered the 1940-41 crop year 


with a carry-over of almost 201 mil- 
lion bushels. 


» Wheat Exports Increase 
In spite of the loss of markets in 


HEED THIS ADVICE!! 


Thousands of women 
posmiilne thrugtrying 
times" with Lydia E. 
Pinkham's Vegetable 
Compound—famous 


Full daylight is about 600,000 
| times brighter than full moonlight. 


es ae £0 eat Te- 
eving female func- iy Oia a 
tional troubles Try {tl The dollar mark originally was a 


religious symbol. 


Canada Has Good Bands 


| 
Orchestras Too Can Furnish Music 
Equal To The Best 

Such is the predilection of Cana- 
dians for bands and dance orchestras 
from the United States, according to 
the Toronto Daily Star, that ‘“‘thou- 
sands will go to hear, and dance to, 
one of these who would not be inter- 
ested in a Canadian band or orches- 
| tra.” This can hardly be regarded as 
fair to the achievements of our na- 
tive musicians nor accurate in its 
estimate of Canadian approval of 
Canadian bands and orchestras. 

If distance lends enchantment to 
imported bands and orchestras, there 
is plenty of distance in Canada. From 
Halifax to Victoria the country can 
supply musical organizations with 


SS 


Style In Names’ Beaver Preserve 


Comparison Over Last “Six Years|Tract Set Aside At The Mouth Of 
' Shows A Decided Change The Mackenzie River 
According tothe Stratford Beacon- Scarcity of beaver in the Macken- 

Herald modern parents are turning|2ie River Delta area has prompted 

away from Biblical names for their| the Federal Department of Mines and 

children. In Brooklyn, anyway. Such Resources to establish a huge beaver 
is the discovery of the chief librarian, Teserve at the mouth of the Mac- 
of the Brooklyn Public Library, fol- kenzie River. This restoration pro- 
lowing a survey of the juvenile reg- ject is being undertaken for the bene- 
istration files and a comparison of the| fit of the native population of the 
names recently put down with those; Arctic coast region who depend 

registered in the Brooklyn Directory; largely upon the fur resources for a 

six yearg ago. livelihood. 

According to Librarian Ferguson,| The new sanctuary embraces 4p- 
former favorite names such as Abra-| proximately 14,000 square miles, and 
ham, Isaac, Jacob, Samuel, Nathan, the regulations governing it provide 
Benjamin, Solomon and David have that the hunting, trapping, taking, 
lost out to Bernard, Herbert, Howard, | Killing, shooting at, wounding, injur- 
Leonard, Harold, Martin and Stanley.| ing or molesting of beaver is pro- 


2379 | flannelette. 


| just as many miles to their credit 
as any from across the border. And 
from what we hear over the radio, | 


Canadian communities are not lack-| 5 G , . d 1 
: ; ; : | n 4 velyn. 
ing in their musical development. | CER) CREE: EMEC RTD 


Some criticism has heen made of ti it ixtt 
sending Canadian money out of the |\corea eters obscurit yop sicthy place 


country to bring in United States | ‘his year was accounted for by the 


bandsmen and orchestras at a time popularity of Shirley Temple in the 


when the Exchange Control Board is pen wR a 
| Six years ago John was No, 1 


stressing the importance of limiting | ame Seay th ut aiat 
expenditures in the United States to he LTD AS A U5, a 
cond place, with Joseph as “tops.” 


essentials to facilitate Canada’s pur-|\ 
chase ee of ce ae war mna.| William, the good old stand-by, has 
| dropped from third to seventh slot 


ca, Esther, Gertrude, Bertha and 


terials. If the same condition exists; 
: é : ;among the first ten favorites. On 
another year it might be worth ; 
ronan ._|the other hand, Charles has climbed 
considering whether representative, 


from six to fourth notch, and George 
from tenth to fifth. James alone has 
proved static, being still in eighth 


Canadian bands and orchestras can- 
not fill all Canadian requirements.— 
Toronto Telegram. 


place. 
Pay The survey showed that some 
Building Was Shaken names appeal to certain religious 


groups, while others appear to be 
But German Bombs Did Not Destroy| equally popular with all denomina- 
Tussaud’s Famous Museum tions. Among the latter names are: 
On a stairway in the marble lobby} Alice, Anna, Arthur, Charles, Daniel, 
of a London building stood a blue-;Dorothy, Florence, Harold, Mary, 
uniformed guard. Hundreds passed! Robert and William. 
him daily. Some*%paused to ask ques- | 
tions. The guard's lips were always; 
sealed—with wax. He was an effigy. 
The stairway led into Mme. Tussaud’s| Canadian Sailors Say Nazi Bombers 
museum, where hundreds of illustri- Have Very Poor Aim 
ous figures, living and dead, reposed.| Nazi bombers have poor aim in the 
When a German bomb .wrecked 4|/ opinion of the Canadians serving on 
cinema at the opposite end of the! H.M.C.S. Skeena, one-of the destroy- 
museum building, the effigies trem-| ers, naval service headquarters dis- 
bled but survived. The Chamber of/ closed. 
Horrors downstairs was unharmed. Recently the Skeena was escort- 
Mme. Marie Tussaud, the museum's | ing a convoy of merchant ships which 
founder, lived through the horrors of; wags attacked by German bombers 
another cataclysm—the French Revo-| about midnight. Although it was es- 
lution, Asa girl in Paris she was|timated more than 100 bombs were 
taught modeling by an uncle. Be-|dropped not one hit was scored on 
lfriended by a sister of King Louis! the ships in the convoy. 
XVI., she lived in Versailles Palace, One sailor on the deck. of the 
showed court ladies how to work in’ Skeena had a box of matches and 
wax. When Revolution burst the! set a match aside every time a bomb 
mob brought her the heads of the’ exploded. When the action was over 
King and Queen Marie Antoinette, | he had a pile of 76 matches and 
fresh from the guillotine, to model./ officers estimated at least 20 to 25 
In 1802 she took her effigies to Lon-| per cent. of the bombs dropped did 


Usually Miss Their Target 


qg| don, grew rich and lived to be 90.|not explode. 


Her own wax figure stood in the 
museum with those of Hitler, Musso- 


No Argument 


lini, President Roosevelt, King) ‘Three little boys were boasting of 
George.—New York Times. the abilities of their respective 
fathers. 


Said one: “My father’s a musician, 
and when he composes a song, he 
gets $5 for it.” 

- “That’s nothing,” said the second. 
“My father's an author, and when he 
writes an article, he gets $10 for it.” 

“Well,” said the third boy, “my 
father’s a minister, and when he 


Should Command Big Sum 


Auctioned At New York Ball 
Under the patronage of the Mar- 
quis of Lothian, British Ambassador} 
to the United States, a Bundles for 
Britain ball will be held at the Wal- 
dorf-Astoria, New York, on Wednes- 
day evening, Nov. 6. The proceeds 


preaches a sermon it takes six men 
to carry the money up to him.” 


Judith, once popular, have been re-|2rea 
placed by Shirley, Marie, Gloria,| warrant 


For girls, Sarah, Ida, Martha, Rebec-| hibited at all times. 


When the beaver population of the 
has increased sufficiently to 
trapping, authority may be 
granted to issue special permits to 


The rise of the name Shirley from|trap beaver Within the preserve. 


SELECTED RECIPES 


HONEY DATE BARS 

2 eggs 
4 cup honey 

 Kellog’s All-Bran 

& cup flour 
1 teaspoon baking powder 
14 teaspoon salt 
2 cups chopped dates 

14% cup chopped nutmeats 

Beat eggs well; add honey and All- 
Bran. Sift flour with baking powder 
and salt; add dates and nut meats. 
Add to .first mixture, beating well. 
Spread batter 44-inch thick in 
greased shallow pan, and bake in 
moderate oven (375 degrees F.) about 
30 minutes. Cut into bars while 
warm and dust with powdered sugar 
if desired, or. serve as a pudding with 
whipped cream. 


CHOCOLATE ICE BOX CAKE 
cups whipping cream 

2 teaspoons powdered sugar 

1% teaspoon vanilla 

14 teaspoon almond extract 

24 Christie’s Chocolate Wafers 

Whip cream and add sugar and 
flavouring. Arrange wafers one on 
top of another with a spread of 
whipped cream  hetween. Press 
gently together and lay roll on its 
side on a platter. Coat with whipped 
cream. Chill two or three hours. 
Slice diagonally when serving.’ Six 
tc eight portions. 


Worthy Of Honor 


‘Only Missionary Buried In West- 
minster Abbey Is David 
Livingstone 


That David Livingstone is the only 
missionary buried in Westminster 
Abbey is an interesting fact, states 
the Canadian Churchman, Scotsmen 
and Englishmen felt the only place 
for so great a Christian hero was 
the Abbey. 

March 18, 1938, was the 125th anni- 
versary of Livingstone’s birthday. A 
large number of people came to pay 
tribute by putting on his grave, on 
behalf of the London Missionary 
Society, a chaplet of laurels. A let- 
ter was read from Livingstone's 
daughter, Mrs, Livingstone Wilson. 


German authorities in Brussels 
have now forbidden Belgians to lis- 
ten to foreign broadcasts, the Bri- 
tish Broadcasting Corporation  re- 
ported. 


Seals are good divers, and can stay 
under water 12 to 15 minutes. 


will be donated to the organization 
which for the last eight months has 
been sending medical and surgical in- 
struments to England, woollen cloth- 
ing to enlisted men serving in the 
North Sea, and used clothing to Bri- 
tish war refugees. Mrs. Wales Lath- 
am, president of Bundles for Britain 
and general chairman of the hall, has 
announced that the highlight of the 
event will be the auctioning of a gift 
donated by Queen Elizabeth of Eng- 
land. This is believed to be the first 
time that a reigning English Queen 
has sent a gift to America to be used 
for such a purpose. 


Canadian Quilts 


Cases Of Clothing Arriving In Bri- 
tain From Canada 

Cases of smart new clothes and of 
home-made quilts are arriving in Bri- 
tain from Canada. 

The clothes, most of them made by 
Canadian’ women, some of them 
bought, are being distributed to Bri- 
itish refugees and any others who 
/need them. Some were given to the 
| Czech relief fund, some to Nor-| 
wegians, some went to children 
{evacuated from the Channel Islands, 
|who had no time to bring their own 
clothes. 5 

The quilts are arriving because 
many Canadians in Britain wrote 
home describing the haramenteenraet| 
‘|cold spell of last winter. Women of 
the Dominion want to be sure their 
kinfolk in the fighting forces are go- 
ing to be warm enough next winter. 

They're mostly squares of colored 
cloth, stitched on to a quilt of thick 


Protect the Flavour 
by wrapping ,with Parapant 
HEAVY WAXED PAPER 
Order Data past to-day from your 

neighborhood merchant. 


APPLEFORD PAPER PRODUCTS LTD. 


WAREHOUSES AT 


@ EnJoy Genuine 
Coleman Brilliance 

© Get BIG CASH 
Saving In Mantles 


combination costs 40c. Hold 
lasts indefinitely, Refill mantles 


cost only 80c each. Saves 100 
over cost. of other mantles 
which cannot be bought without 
holders, See your dealer today 
or write Coleman for details, 
SOLEMAN LAMP AND STOVE CO.,LTD, 
Dept. WN-12 Toronto, Canada 


*oleman KER-0-LITE 
“NON-PRESSURE COAL OIL: LAMP. 


‘Protein Content Of Wheat 


Average For Western Canada Slightly 
Lower This Year 

Average protein content of western 
Canada wheat will be slightly re- 
duced this year, the board of grain 
commissioners’ laboratory predicted 
following a survey of 3,154 samples 
of 1940 wheat. 

Although the average content for 
samples already tested is 14.3 per 
cent., compared with an average of 
14 per cent. for the crops of the last 
10 years, laboratory officials said that 
as more samples are received from 
northern areas, where the content is 
normally lower, the average would be 


|reduced. Most samples already test- 


ed came from southern and central 
districts where threshing is well ad- 
vanced. F 

Number of samples tested and 
average protein levels for each prov- 
ince were: Manitoba, 615, 14.4 per 
cent.; Saskatchewan, 1,785, 14.4 per 
cent.; Alberta, 754, 18.8 per cent. The 
values were within .1 per cent. of 
those for 1939. J 

Largest area of high protein 
wheat occurred in east-central Sas- 
kkatchewan and west-central Mani- 
toba. Wheat from southwest Sas- 
katchewan, normally high in protein 
content, was lower than average. 


Always Helps Himself 


Hitler Does Not Depend Entirely On 
Help Of Stars 

The Royal Gazette, Hamilton, Ber- 
muda, says: 

This is one mistake we must posi- 
tively not make—that is, of over- 
estimating Herr Hitler’s dependency 
upon stars and underestimating. his 
preparations to co-operate with 
them. The superstition-ridden little 
beast firmly believes that the stars, 
his stars, are going to help him, but 
he is not going to let that stand in 
the way of his helping himself, and 
he has proved himself to be an in- 
defatigable self-helper. Laugh as 
much as you like; it will do you good; 
but do not be convulsed to the point 
of dropping your guard. That would 
be to help Hitler and his stars, and 
you may be sure that he and his fel- 
low star addicts are quite aware of 
it. A fanatic is always a despot, and 
the combination is no laughing mat- 


ter. 


In the parlance of the Old West, 
the Italian navy is quick on the with- 
draw. 
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CHAPTER XIX, 


The openin, of the Stock Exchange 
that morning was witnessed by 
scenes which had no parallel since 
the outbreak of the Great War. 
Stocks declined to an incredible ex- 
tent, and even the banks reacted to 
the panic. It was toc early to learn 
what had happened in New York, the 


Brit'sh being five hours in advance, 


of Eastern American time, and only 
at 4 o'’clock.that afternoon was the 
position on Wall Street revealed. 
Heavy selling—all gilt-edged stocks 
depreciated; 
brokerage house, and a suicide or 
two, were the first consequences ob- 
servable in the press. In France the 
Bourse had been closed at noon, but 
there was heavy strect selling, and 
one famous South American stock, 
which was the barometer in the mar- 
ket, had dropped to its lowest level. 

At 5 o’clock that evening a state- 
ment was issued to the press over 
the signatures of the Prime Ministers 
of Britain and France. : 

“There is_no truth whatever in 
the statement that a state of 
tension exists between our two 
countries. The Bonn incident 
has been from first to last re- 
garded as trivial, and the speech 
of the British Foreign Minister 

can only have been made in a 

moment of regrettable mental 

aberration.” : 

For Jim the day’s interest had 
nothnig whatever to do with stock 
exchanges or the fall of shares; nor 
yet the fortune which he knew was 
being gathered, with every minute 
that passed, by Harlow and _ his 
agents. His interest was solely de- 
voted to the mystery of Sir ose 
Layton's disappearance. 

There had been present at Har- 
low's reception a very large number 
of notable people, many of whom 
were personal friends of the missing 
minister. They were emphatic in 
declaring that he had not returned 


to Park Lane, and they were as cer-| 
had not left the} 


tain that Harlow 
house after Sir Joseph’s departure. 


MICKIE SAYS— 


DONT WORRY ABOUT 
TH! POSITION OF YOURL 
AD, BECUZ IN AN OLE 
RELIAGLE FAMILY PAPER. 
LIKE THIS, HERE FOLKS 
READ EVERY Bir OF \T, YOUR 


ff 


AD WILL BE SEEN, NO 
MATTER WHERE (TIS 


SURES 


the failure of a big} 


More than this, there were two police- 
men on duty at the door, and they 
were equally certain that Sir Joseph 
had not returned. The suggestion was 
made that the minister had gone to 
his country house in Cheshire, but 
when inquiry was set on foot it was 
learned that the house and the shoot- 
ing had been rented by a.rich Am- 
erican, 

After the Prime Minister had re- 
turned from Paris, to which city he 
had gone immediately by airplane on 
his arrival in London, Jim saw him, 
and the chief officer of state was a 
greatly worried as well as a very 
tired man, 

“Sir Joseph Layton has to be 
found!” he said, thumping: his table. 
“I tell you this, Carlton, as I have 
told your superiors, that it was im- 
possible, unless Sir Joseph went mad, 
that he could have stood up in the 
House of Commons and said.:some- 
thing which he knew to be absolutely 
untrue, and which he himself would 
repudiate! Have you seen this man 
Harlow?” ele 

“Yes, sir,” said” Jim. 

“Did he tell: you “what was dis- 
cussed by. any chance? Was it the 
so-called, Bonn incident?” 

“Harlow says that they just talked 
about Macedonia and’ nothing ; else 
during the few minutes the Foreign 
Minister was in his house. And| 
really, sir, I don’t see how they 
could have had any very lengthy dis- 
cussion; they were not togéther more 
than a few minutes. Apparently Sir 
Joseph went into a little room which 
Harlow uses for his more ‘confiden- 
tial interviews, and drank a glass of 
wine. They then talked about the re- 
ception and Sir Joseph congratulated 
him upon bringing the warring 
Macedonian elements together. It 
seems to have been, according to 
Harlow's account, the most ‘uninter- 
esting talk.” ¢ 

The Prime Minister walked up and 
down the room with long strides, his 
chin on his breast. 

“I can't understand it, I can’t:un- 
derstand it!” he muttered. And'then, 
abruptly: “Find Sir Joseph Layton,” 

That terminated the jinterview for 
Jim. 

He was rattled, badly rattled, and 
in his distraction he could think of 
only one sedative. He rang up Aileen 
| Rivers at her office and asked her to 
come to tea with him at the Automo- 
bile Club. 

Aileen realized from the first that 
Jim was directly occupied by a mys- 
tery that was puzzling not only the 
country but the whole of the civil- 
ized world. But she understood also 
the reason he had sent for. her, and 
the thought that she was being of 
use to him was a very grateful one. 

He had hardly met her before he 
plunged straight into the story of 
his trouble. ; 

“He may have been kidnapped, of 
course, and I should say it was very 
likely, though the distance between 
Palace Yard and Whitehall Gardens 
is very short; and Whitehall is so 
full of police that it hardly seems 
possible. We have advertised for the 
taximan who drove him away from 
the House, but so far have had no 
reply.” 


“Perhaps the taximan was also 
kidnapped?” she suggested. 
“Perhaps so,’ he said a little 


drearily. “I do wish Foreign Min- 
isters weren't so godlike that they 
have to travel alone! If he'd only 
waited a few minutes I would have 
‘joined him.” And then, with a} 
|smile: “I'm laying my burdens upon 
you and you're wilting visibly.” 

“I’m not,” she affirmed stoutly. 

She considered a moment before 
she asked: \ 

“Could I not help you?” 
| He stared at her in amused won- 
| der. 

“How on earth could you help me? 
I'm being a brute, I know, but I 
can't exactly see y) 

She was annoyed rather than hurt 
by his skepticism. 

“It may be a presumptuous thing 
to offer assistance to the police,” she 
said with a faint hint of sarcasm, 
“put I think what may be. wrong 


with you now is that you want— 
what is the expression?—a new 
angle?” 

“I certainly want several new: 


angles,” he confessed ruefully. 

“Then I'll start in to give you one. 
Have you seen my uncle?” 

His jaw dropped. He had forgotten 
all about Arthur Ingle, and never 
once had he associated him’ with the 
minister's disappearance, 

_ “What a fool ™ am!" he gasped. 

She examined his face steadily, as 


jthough she were considering whether | 


or not to agree. In reality her mind| 
was very far away. 

“I only suggest my uncle because | 
he called upon me this’ morning,” she | 
said. 
me when I came out to lunch, It is 
the first time I have seen him since 
the night he came back from Devon-| 
shire,” 

“What did he want to see you 
about ?” 

She laughed softly. 


“At least, he was waiting for| ; 


“He came with a most extraordi- 
nary offer, that I should keep house 
for him. And really, he offered me 
considerably more than the salary I 
am getting from Stebbings, and said 
he had no objection to my working in 
the daytime.” 

“You refused, of course?” 

“I refused, of course,” she repeat- 
ed, “but he wasn’t at all put out. 
I’ve never seen him. in such an 
‘amiable frame of mind.” 

“How. does he look?” asked Jim, 
remembering the -unshaven face he 
had. seen through the window. 


“Very smart,” was the surprising 
reply. 
amusing himself with some of the big 


films that had appeared since he went. 


to prison. He had hired them and 
bought a small projector. He really 
was fond of the pictures, as I know,” 
the. girl went. on, “but it seems a 
queer thing to have shut oneself up 
for days just to see cinema plays! 
And he asked after: you.” . She .nodd- 
ed. ’‘Why should he'ask after you? 
you are going to say, and that is the 
question that occurred to me. But he 
seems to have taken for granted that 
Iam a very close friend of yours. He 
asked who had introduced me, and 


I told him your wretched little 
motorcar on the Thames Embank- 
ment!” 

“Speak well of. the dead,” said Jim 
soberly.” “Lizzie has cracked a 
cylinder,” 


“And now,” she said, “prepare for 
a great shock.” 

“T brace myself,” said Jim. 

“He asked,” the girl went on, a 
twinkle in her ‘eyes, ‘whether I 
thought you would object to seeing 
him. I think’ he must have taken a 
sudden fancy to you.” 

“I've never met the. gentleman,” 
said Jim, “but that. is an omission 
which shall be rectified without de- 
lay. We'll go round .together! Hé 
will naturally jump at the conclu- 
sion that we're an engaged couple, 
but if you can stand that slur upon 
your intelligence——” © 

“I will be brave,” said Aileen. 

Mr, Arthur Ingle was only mo- 
mentarily disconcerted by the ap- 
pearance of his niece and the man 
who had filled his mind all that 
afternoon. Jim: had met him’ once 
before, but only for a few seconds, 
when he had called to make an in- 
quiry about Mrs. “Gibbins. Now he 
was almost jovial. : 

“Where’s''friend Elk?” he asked, 
with a smile, “I understand you 
never moved without one another in 
these perilous ‘times, when lunatic 
ministers are wandering about the 
country, and no man knows the hour 
or the day when he will be called up 
for active service! So you are Mr. 
James. Carlton!” | 

He opened a silver cigar box and 
pushed it across to Jim, who made 
a careful selection. 

-“Adleen told you I wanted to see 
you, I suppose? Well, I do. I'ma 


“He told be he had been|- 


Teel Menitine 


A New Method Is Used To Ensure 
Uniformity 

How mathematics is put to a new 
use, to test the quality of ammuni- 
tion for war, was described to the 
bicentennial conference of the Uni- 
versity of Pennsylvania by Capt. 
Leslie E. Simpson, United States 
ordnance department. 

The equations of statistical theory 
is the name of the formulae used to 
insure good shells both for big guns 
and rifles. | 

Sampling, Capt. Simpson explained: 
always has been the method of test- 
ing. It is too costly to inspect each 
shell. In the old way the samples 
were selected at random and the 
whole batch judged by their perform- 
ance, 

This, he said, permitted inferior 
stuff to pass when the random batch 
happened to be above average, and 
also sometimes threw out superior 
ammunition because-one sample hap- 
pened to be inferior. 

The statistical theory uses sam- 
pling in a different way. Safe limits, 
or standards of excellence, are set up 
for the shells. “When the first batch 
comes in from a manufacturer, num- 
erous small samples are tried, not at 
random, but in the order of manu- 
facture. 

In these samples the average of all 
the defects shall not exceed the limits 
of the requirements and no defect 
shall be three times that allowed by 
the rules. 

In subsequent batches only random 
samples are needed to learn whether 
quality of manufacture is being main- 
tained. 

The result is, Capt. Simpson said, 
that if quality is good, only the first 
batch has to be subjected to large 
sampling tests. 

If the ammunition fails to pass the 
first test, its quality is poor, and the 
army is protected against accepting 


bit .of a thedrist, Mr. Carlton, and I] it. 


have an idea that my theory is right. 
I wonder if you would be interested 
to’ know what it is?” 


He pointedly ignored the presence | labor, told a luncheon gathering the| 
of the girl except to put a chair for! “hard core’ of . unemployment 


her. 
(To Be Continued) 


The cockroach is the only known} 
animal that does not need Vitamin |.000 trained, munitions 


| 


Workers Being Trained 


Ernest Bevin, British minister for 
has 
been reduced to well below 100,000 
and added it will not be long before 
government training centres will be 
graduating between 250,000 and 300,- 
workers an- 


A. This was reported to the Ameri-/ nually. 


can Chemical Society. 


British India has imposed an ex-!square miles and 


Cyprus, having an area of 3,572 


port tax on wool exports to raise a} 380,000, has, for the first time, raised 


fund: for industrial research. 


a native iat force. 


——-: 


CHURCHILL INSPECTS 1 THE DAMAGE 


a population of| 
| but they also supply camps, hospitals 


Registration Check 


People Must Notify Authorities Of 
Change Of Address 

A large, printed notice, giving de- 
tailed instructions regardings regi- 
stration of persons who have not yet 
registered, was sent out by Jules 
Castonguay, chief registrar, to post- 
masters throughout Canada to be 
posted conspicuously in post offices. 

The notice stipulates that persons 
who change their post office address 
must communicate particulars to the 
Dominion statistician, Ottawa. Per- 
sons marrying after registration 
closed Aug. 21 must communicate the 
date of their marriage and the names 
and addresses under which they were 
registered, within 14 say sh: after the 
event occurs, 

Accompanying the notice is a 
memorandum to postmasters, provid- 
ing them with information useful to 
them as registrars and deputy regi- 
strars, 


TAREE 


Regulations to be drawn to the 
attention of the public in this way 
are: ; 
1.—Every resident of Canada must 
register within 30 days after his 16th 
birthday. 

2.,—Every resident of Canada ab- 
sent from the Dominion during regi- 
stration must, on returning to Can- 
ada, register within 30 days. 

38.—Persons prevented from reg- 
istering through illness must register 
as soon as they are able to travel to 
a post office. 

4,—Persons temporarily residing at 
remote points during the time of 
registration, or who, for any other 
satisfactory reason, did not register, 
must register, immediately upon their 
return to their ordinary place * of 
residence. 


| GEMS OF THOUGHT | 


GENTILITY 


Gentility is the ability to ignore 
in others those faults or blemishes 
we will not tolerate in ourselves.— 
Anon. 


° 
We should remember that we must 


not reflect on the wickedness of men, 
but contemplate the divine image in 
them; which, concealing and obliter- 
ating their faults, by its beauty and 
dignity allures us to embrace them 
in the arms of our love.—Calvin. 


Who hath not learned that when 
alone he has his own thoughts to 
guard, and when struggling with 
mankind his temper, and in society 
his tongue?—Mary Baker Eddy. 


We love ourselves notwithstanding 
our faults, and we ought to love our 
friends in like manner.—Cyrus, 

. Unless you bear with the faults of 
a. friend, you betray your own.— 
Publius Syrus. 

There is no outward sign of true 
courtesy that does not rest on a deep 
moral foundation.—Goethe. 


Magazines For Fighting Force 


Thousands Sent Weekly From Hali- 


fax To Merchant Navy And 
Convoys 
Between six and ten thousand 
magazines, in well-assorted bundles 
of 24, are distributed every week 
from the Central Magazine Exchange 
in Halifax. The men of the fleet— 
the merchant navy and convoys—are 
the first concern of those in charge, 


and canteens while the supply lasts, 
and the convoys are able to take the 
magazines on to camps on the other 
side. Chaplains and ration waggons | 
also co-operate in the distribution of 
the magazines. 

The Exchange centre in Halifax is| 
a busy place, with eleven teams of | 
from six to ten women each working | 
in turns from nine-thirty in the morn- 
ing to five in the afternoon, but it is| 
work which all know is tremendously | 
appreciated. 

Bigger Cattle Sales 

During the first 35 weeks of 1940 
ended August 29th, sales of cattle on 
Canadian stock 
totalled 671,541 head, compared with 


yards and plants) 


643,058 head during the correspond- 
ing 385 weeks of 1939. The increaseé| 
in sales took place largely in July| 


and August principally in Ontario, | 
‘} Quebec, and. British Columbia, 


A Queer Idea 
A small hole is bored in an egg be-! 
fore boiling it, by the natives of, 
Honduras, who explain their action | 
by saying there is no other way for) 
the hot water to get in to cook the | 
egg. 


Approximately 23,400 metric tons | 
of nickel are. consumed in the United | 
States, most of it imported from 
Canada, annually. 


Algernon (to his valet)—The doc- 
tor has ordered me to take more 


The Prime Minister looks over some of the havoc wrought, ina London exercise, so I shall wind my watch 


street by a German bombing attack. 


in future. 23791 
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Slow Burning.” 


“CIGARETTE PAPERS 


“NONE EINER MADE 


DOUBLE AUTOMATIC 


| HOME SERVICE | 


TO HAVE A LOVELY BRIDAL 
KNOW WEDDING ETIQUETTE 


7, aa 


N 
yD 
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Learn Rules for Bridal Party 


- “A perfect wedding” — you want 
everyone to say of your bridal. And, 
formal or simple, it will be perfect 
if you are informed on details of 
dress, etiquette for yourself and the 
bridal party. 

You, the bride, are the star “of the 
wedding drama and your attire sets 
the key. If you wear a formal gown 
and veil, groom and ushers wear cut- 
away or, if the ceremony’s in the 
evening, they wear tails and white 
ties, 

When the great day arrives, ushers 
are on hand an hour before the cere- 
mony. They seat the bride’s family 
on the left of the aisle, the groom’s 
on the right. To a woman guest, an 
usher offers his right arm. 

Then comes the moment when you 
arrive—and until the going away all 
eyes are on you. At the reception 
you receive with the bridal party 
(your mother heading the line) or 
you and the groom receive alone. 
You cut the cake and you and the 
groom share the first slice. 

What are the bridesmaids’ duties? 
How many should you have at an in- 
formal wedding? Our 32-page book- 
lets tells what is correct at all types 
of weddings. Gives etiquette, dress 
for bridal party, guests. Lists ex- 
penses of the bride's family, expenses 
of the groom. 

Send 15 cents in coins for your 
copy of. “Planning. and. Budgeting 
Your Wedding” to Home - Serviee 
Dept., Winnipeg Newspaper Union, 
175 McDermot Ave. E., Winnipeg, 
Man. 


The following booklets 
available at 15c each: 

108.—'‘Making Plants and Flowers 
Grow Indoors.” 

113-¢‘Secrets of Successful Candy 
Making.” 

112—‘‘How to Make Slip Covers.” 

129—"'The Meaning of Dreams.” 


are also 


164—"Party Games For All Oc- 
casions.” 
* 180—"What You Should Know 


About Nursing.” 


Right To The Point 


Writer In Baltimore Sun Describes 
The Britain Of To-day 

Gerald W. Johnson, writing in the 

Baltimore Sun, made a literary bull's 

eye with this shot: ‘“Outnumbered, 


/outgunned, their backs against the 


wall and with not:a friend left in the 
wide world, the British have miracu- 
lously cast aside age and decrepitude, 
have set the clock back 300 years, 
and have suddenly become again the 
young and vibrant nation, the laugh- 
ing daredevils that they were in the 
time of Elizabeth, when they stop- 
ped Philip of Spain just where Hitler 
seems about to stall now.” 


A Carnivorous Plant 
Venus’ fly trap, the famous car- 
nivorous plant, catches more spiders 
than flies. So far, no one has been 
able to find out what the plant gains 
from its carnivorous habits. 


The ocean is at least 500 to 780 


| million years old, by recent geological 
| calculation. 
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- PRODUCERS 


AN farmers must 
their Permits to sell gra 


before the 14th of September. 


CLASSIFIED ADS 
FOR SALE 
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which is stored in farm build- 
ings. Applications received at 


the Telephone Office, 


8 Ft, 
Also HARNESS 


Apply to Meat Marker 
ea 


Quantity of Used LUMBE 
Apply to Mrs, Isbister 


Chinook 


“Denese neeeeeseEecnessee 


_ RHUBARB Any Quantit 


’ Price Per Pound 3 cen: 


Leave orders at Chinook 


Advance Offic 


RESTAURANT 


Meals atall hour 


All Kinds Tobacc 
‘and Cigarettes 


SOFT DRINKS ana 


Confectionary 
ICE CREAM 


Mah Bros 


ROBINSON 
CARTAGE 


For 
DRAYING 
Or 
TRUCKING 
Any Kind 


Satisfaction 
Guaranteed 


ae 


have 


—____. 


JOHN DEER BINDER 


Age Se meepaciehince tet eA UM SeLICe ey VERNA PNA NE eae hea bet po hea aay UT AD Beni DEE Meo oe sel Oana 
Tey eset eee LN ee TA TR NAT yB EMEA Fa Tee SPSL HA EEA SSG ADE fh 


4 


THR ADVANG 


sehind The Headlines At Ottawa | 


(By DEAN WILSON) 


loss of tonnage in this war has not 
been great in comparison with the 
last World War. In the first year of 
quires intelligent and expert publicity 'this war, under 1,900,000 gross tons 
guidance, it is announced by some of | had been lest until recent days by at- 
the authorities in the capital either|that time over 2,000,000 gross tons of 
in such technical and detailed verb- tacks on British shipping, but during 
iage or in such guarded and broad shipping have been added to tae flee 
language So that the man-in-the- | PY construction, purchase and capture, 
street in Canadaé is too often and though over 33,000 ships were escorted 
quite innécessarily befuddeled and 2CroSs many seas. The real reason for 
mystified with the result that this this action by the CTC) Cs the 
kind of eludidation does not aid na-, United Se can beg founds in guis 
tonal thinking on these highly import- "popular sentiment in that nation in 
ant matters, particularly in war-time. ;|f@Vvour of doing everything just short | 
It is obvious that the latest annunce- |0f actual war'to help Britain and this 
ments of Canada’s historic role in| ‘i! be followed in the coming months 


first, the ‘vital Canadian-American by a flood of airplanes, munitions, 
Defence Agreement, have not served food and other essential supplies in 
to explain the general political trends. unprecedented numbers. The Ameri- 
Nevertheless, based on investigations cans have realized now that Britain 


behind the scenes, questions on the is their best trading customer; the 
needs, events, and circumstances of | *™evicans have realized now that the 


defeat of the British fleet would mean 
war can be answered by this veteran | that the totalitarian enemies of the 
dbserver in order that the man-in-the- |™erican democracy, namely, Italy 
street may find the key to the en- Germany and Japan, would have two 
igma. ‘ships to every one of the United 
States and the ship-building facili- 

In the first place, in regard to the ties woud be outnumbered by sto 1; 
Canadian - American Defence Act|the americans have realized now that 
which was made at Ogdensburg, there | their nearest neighbour, Canada, where 
are five questions which are being! they have invested over $2,000,000,000 


panes by the man-in-the-street | ;, intimately tied up with Britain in 
throughout Canada and each one can | this war, and if anything unfortunate |’ 


be answered not by a mere opinion|/happens to Britain, Canada will be |: 
or*report of a circumstantial nature affected immediately, meaning the ex- 
but by a direct reply which has been | posure to danger of Canada since it 
‘turnished by Prime Minister Macken-|js country that is the thi-d 1] 
zie King himself in the course of one in the world, 
of the most intimate and interesting | wheat, etc., 
intereviews ever held by ¢the head of tion, with the additional worry of be- 
‘he Government of Canada and ing over 3,000 miles of unfortifiec 
which took place recently when a| frontier and vulnerable to attack fror- 
3roup of members of the Press Gallery |Greenland, which is vulnerable to at- 
net the Premier in his office in the tack from Iceland that is only 690 
sloomy East Block that contains noth- miles from Europe; 


ing more modern than Victorian fur-|have 
aiture. 


Ironically and grimly, now when- 
ever any history-making action de- 
velops on Parliament Hill that re- 


to 


these dramatic developments of this 


in 


arges 
rich in geld, nickel 
though small in popula- 


the American 
realized now that undefend¢ 


Mexico, rich in oil and mines, thouz 
unstable in government and defene 


or Central America, totally undefend 
ed, or South America, only 1600 mile 
from the African coast, are all hot 


RJ First, will Parliament be called to 


sonsider* Canada's defensive pact with 
he United States? The Prime Minis- 
ter replied: “Ido not know that there 
S any necessity for Parliament to be beds of Nazi, Fascistic and Communis 
‘alled for this purpose.” Second, did tic activities, presaging future inya- 
Sanada make ‘any commitments ) ie if Britain should not win th 
‘his agreement? The answer to this|¥2™ the Americans have now realize 
ropular question can be found in the that Britain must win the fight nc 
statement by the Prime Minister only for reasons for tradition, sent! 
vherein he stated: “This is a boavd ment, language, customs, and othe! 
(Canada-United States Permanent common heritages but because only b- 
Defence Board) for study, but theviore such a victory can the American dem 
making no commitments. No ~_ Raccratic way of life go undisturbec 
naking any commitments.” Thir ee is revealed readily along Parlic 
here have been widespread reports LOS deft 

-hroughout Canada that the Official 
Ipposition is against the agreement 
yecause it has not been consulted 


sroperly. Is this true? The answer to Sey ee 
Canadian Red Cross officials i 
his qu R 
pr eS "e"|England are working night and da 
ee 
S in their emergenc y ; 
tere that the matter was import- of people ia cara alee 
int enough to appr ; 2 ica 
foam ae rarer mere man air raids. Calle received at Re 
4fficial Opposition in the House of Patri ae e arnne ss 
Jommons) but at the | : he 
Sey Cyr. Gos nase be ticles of clothing and tins of food we: 
{| Sey cre Ciseaites aioe ate being distributed daily. The cabl 
- “|signed by the seas i y 
foe ee Be eee this a step in Same ered eracina ae 
‘ne right direction. I thin 
aE ~ ihotmerer aT whose office is right in the heart o 
: ; d *" | London, “ os 
orle agreement merely a policy of inte ame e grattenee oa 
me Canadian political party? The P. Plumtre. Chairman ie te Fics 
man-in-the-str i Seif : é 
hss Ramanan acme nae | ties, said. “The peonle of Canada whc 
hat “I think, that the whole idea 0. aaah ae aah meee 
mutual defence is one that will be by the pa aap a ee 
velcome in Canada, irrespective of oniptiotes 
i iYive great satisfaction from the knoy 
Sree I think that this is above par- ledge that their blankets are a 
eles and politics i ; 
fiaas cleaner avis ae grees each used to bring warmth to thousand 
AGERE Rie Go ca Co . ids : of homeless men, women and childre 
y : ence a8-)in Britain, Preparing ourselves fr. 
eements on British colonies in the such an emergency the Canadi R 
7estern i re? 3 * soewted 
tee Pheer etre cues Cross has already shipped forty fiv 
be seers thousand blankets to England. Oth: 
vatement contradicts such notions be- shipments will fordard i i 
ause he said: “We never try to ex- “—< ” SecGen es coe 
rise any jurisdiction over crown col- hee 
onies.” 


y, 


cS RED CROSS IN ENGLAND 


0 


Similarly thousands of dollars wort! 
of clothing and canned food has be 
shipped from Canada to England din 
ing past months and had been store: 
n Canadian Red Cross warehouses j 
mgland for emergency,” Mrs, Plimt 
aid. “With the support of the peop: 
£ Canada the Canadian Red Cro 
jociety is doing everything possii) 
2 alleviate the suffering of the peop! 
f Britain,” she continued. 


In the second place, in regard to 
aglo-American. defence arrangemenis 
“hereby Britain gave to the Unitz 
tates eight naval and air bases o 
3zltish colonies, stretching from New 
sondland in the north to Britis 
suiana in the south on 99-year lea: 
3, in return for 50 reconditioned de: 
-oyers, the whole story has not bec 
old. It is known along Parliame 
Till that though Britain needs de: 
tyers and ships of all kinds, yet t’ 


B EHINGOK. ALTA Thursday Oct, ard. 1940 


ae school, from August 1st to Gist. 


Canadian National Railways. Take the 
_ irst two letters in each of these words: 


nr erates ane ome he, 


New Home for Banff School of Fine Arts ~ 
a 


groups. The building is truly a 


This $50,000 building is made of 
native Rundle stone and is of the 
chalet design which harmonizes 
so well with the surroundings, ‘The 
theatre has a seating capacity of 
700 and a modern stage fitted 
with the finest lighting ecuipment 
and there are dressing rooms, 
music room, work. rooms and 
other meeting rooms for small 


he Banff School of Tine Arts 

has a new home which is as 
modern as the splendid work done 
by the school. The new audito- 
rium, which was officially opened 
in January in the presence of 
educational and other Alberta 
leaders, will be the scene of the 
eighth annual session of the 


co-operative effort. The’ Parks 
Department deeded two lots worth 
$10,000 to the Banff School Board 
and supplied plans and specifica- 
tions free of charge; the Sir Ed- 
ward Beatty donation. of $2,500 to 
the Department of Extension of 
tho University of Alberta made 
possible the furnishing and equip- 
ment of the stage and theatre. 


STATION NAMES in the Eighties from the Portage other provinces. 
Plains—Bremmer, Sayers and Taylor, | 
Ingenuity accounts for the names of 


azany stations along the lines of the 


They 


pratt 


Viagazine points out. Cannor, B.’C. is | sask is near the Alberta-Sasxatchewan ‘and 
‘smilar. boundary. Curiously enough, it is i:- vice president of the railway. 
Bresayler, Sask, owes its unique | the subdivision of Mantario, which a 


ame to three settlers who went to it ‘a combination of the names of two 


NOTICE 


READY AT A MOMENI’S 


Every morning aboard every one of the ships of the 
British Navy is cleaned, checked, and oiled. Thus is the 
world’s mightiest navy ever ead) to spling into terriffic 


action, 


Ashorn, Man. is a monument to a 
Once uvon a time there were two post! Mackenzie and Mann timekeeper nam- 
offices close togetiier in Saskatchewaa | ed A. S. Hern. Two settlers, A. Dunlop 
known as Riverside and Boldenhurst.:and W. Rea gave their names’ t3 
were amalgamated and each} Dunrea, Man. Two real estate agents, 
Canadian Northern Railway” and you | wanted its own name preserved. The| Langdon and Ruth, got together in 
~t Canora, which is in Saskatchewan, | difference was split and today the , Langruth, Man. Hemaruka is a com- 
1 article in the Canadian National | community is known as Riverhurst. Al-; pound of the names, Helen, Margaret 
sort dossrfptene af og former 
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